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qualities, but rather because of their high first cost and main-
tenance charges. As the combined result of some rather serious
wrecks which have recently taken place on interurban roads, the
advertising value of a complete automatic block signal system, and
the increasing pressure which is being brought to bear by state
railroad commissions throughout the country, it is believed that
some form of automatic block signal will be pretty generally
adopted in the near future and the resulting developments in the
electric signal field correspondingly rapid.